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Patient Name NOOR ALDEEN AHMED MOHAMMED Organization Alborg Medical Laboratory - Jeddah 
ID Number 00019410 Collection Date 2022-02-14 19-57-10 
Date of Birth 2000-06-23 Result Date 2022-02-15 10-22-13 
Nationality Yemen Report No 2223362 
Phone No 0508797708 HESN No 2201122 

Result asii 


Not infected (Negative) 





Test Description gaailj Lara g 





COVID-19 PCR Swab On Viral Transport Medium 


Comments : 

The 2019 Novel Coronavirus named as COVID-19, was first identified in Wuhan City, Hubei Province, China in December of 12019, 
causes respiratory illness in people. On30 January 2020, World Health Organization (WHO) declared the outbreak of COVID-19 as 
a global health emergency. Since the reporting of full genome of COVID-19by Chinese Center for Disease Control and Prevention 
through the GISAID Initiative, several target genes have been announced to screen and identify the COVID-19 infected cases. 


METHODS : 


The Xpert Xpress SARS-CoV-2 test is a real-time RT-PCR test intended for the qualitative detection of nucleic acid from the SARS- 
CoV-2 in nasopharyngeal swab, nasal swab, or nasal wash/aspirate specimen. 


LIMITATION : 

The claimed LoD for the assay is 0.0100 PFU/mL Positive results are indicative of the presence of SARS-CoV-2 RNA; clinical 
correlation with patient history and other diagnostic information is necessary to determine patient infection status. Positive results do 
not rule out bacterial infection or co-infection with other viruses. Negative results do not preclude SARS-CoV-2 infection and should 
not be used as the sole basis for treatment or other patient management decisions. Negative results must be combined with clinical 
observations, patient history, and epidemiological information A false negative result may occur if a specimen improperly collected, 
transported or handled. False negative results may also occur if inadequate numbers of organisms are present in the specimen. As 
with any molecular test, mutations within the target regions of Xpert Xpress SARS-CoV-2 could affect primer and/or probe binding 
resulting in failure to detect the presence of virus. This test cannot rule out diseases caused by other bacterial or viral pathogens. 


Tk. Emory 


Dr.Heba Elmasry | = 
Unit Head - Molecular Biology | IF 
aa aaa aaa | KAAN 


nknkk | Z jt APEE P 


Al Borg Medical Laboratories 
oes 


cplenld E L5 = iia 





Falastin, Palastine street,Bani Malik, above 
Jareer bookstores 

92 000 4422 

Fannnnnnnnnnnnnnnnnnnnnnnnnnn info@alborglaboratories.com 





BEER BER, 
PTT TT TTT L] 


